TABLE III 


Carton Monoxide Delivery of Other Philip Morris 
Export Cigarettes 


Brand 

CO Delivery. 

i, m i 

Chesterfield 70 

11. 

9 

Chesterfield 85 (NF) 

12. 

4 

Chesterfield 80 (Box) 

13. 

6 

Chesterfield 85 

13, 

3 

Chesterfield 100 

14. 

6 

Eve 100 

14. 

6 

Eve 120 (Box) 

13. 

5 

Lark Milds 85 

11. 

5 

Lark Milds 100 

12. 

4 

Lark Deluxe Milds 100 (Box) 

11. 

7 

Lark Super Lights 85 

8. 

1 

Lark 80 (Box) 

14. 

3 

Lark 85 

16. 

4 

Lark 100 

18. 

8 

L & M 100 

14. 

3 

Marlboro Menthol 80 (Box) 

14. 

6 

Merit 80 (Box) 

9. 

0 

Merit Menthol 80 (Box) 

9. 

2 

Parliament 80 (Box)- Latin America 

12. 

,9 

Parliament 85 

10. 

.3 

Parliament 100 (Box) 

11, 

,6 

Philip Morris Lights 85 

11. 

.4 

Philip Morris Super Lights 85 

9. 

,0 

Philip Morris 100 

14. 

,8 

Plus 120 

13. 

.3 

Virginia Slims Lights 100 (Box) 

9 , 

,7 

Virginia Slims Lights 100 

10. 

,9 

Virginia Slims Lights Menthol 100 

10, 

,4 


Cigarettes were smoked on Phipps and Bird 20-port CO/TPM smoking 
machines according to FTC smoking procedures. 
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